[2024-05-28T09:10:45.931585+02:00] [info] Preparing cgroup to start isotovideo
[2024-05-28T09:10:45.932122+02:00] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@24.service/4226894
[2024-05-28T09:10:45.932443+02:00] [info] Starting isotovideo container
[2024-05-28T09:10:45.934928+02:00] [info] isotovideo has been started (PID: 15478)
[2024-05-28T09:10:45.935808+02:00] [info] 15478: WORKING 4226894
[2024-05-28T09:13:32.017766+02:00] [info] Uploading video.webm
[2024-05-28T09:13:32.231650+02:00] [info] Uploading autoinst-log.txt
[2024-05-28T09:13:32.318555+02:00] [info] Uploading worker-log.txt
